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天安门广场装修工程进入地面装修阶段(图文)http://www.sina.com.cn 1999年1月20日 17:09 新浪网(法新社图片/GOH Chai Hin)(AFP PHOTO  Copyright AFP 1999. All right reserved. The materal on thispage may not be published, broadcast or redistributed. 请勿转载图片)图为1月19日北京天安门广场装修工程现场。天安门广场装修工程即将进入地面装修阶段， 装修后，广场地面的水泥砖将全部被粉红色大理石砖所取代。 